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Attached is the updated validation status report, long-term stability time line, and sample analyst 
time lines for PM-8450, PM-1169, and PM-EHCJLI/01/02. Please contact me if you have any 
questions regarding this information. 

Regards, 



Jill M. Schultz 

Drug Development Consultant 
Covance Laboratories, Inc. 
Phone: 608-242-2712, ext. 2354 
Facsimile: 608-245-7001 
iill.schultz@co vance.com 
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Source: https://www.industrydocuments.ucsf.edu/docs/khwj0001 



